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MEMORANDUM FOR: Acting Deputy Director for Administration 


SUBJECT 

REFERENCE 


FY 1978 SKYLINK Funding 

Your Memorandum, Undated, Same Subject 


(C) The Director of Communications' request for 
modifications to C-3 SKYLINK terminals now under procurement is recogmzed 
as a hard unfunded requirement which will be considered at a Comptroller 
Meeting early in Calendar Year 1978. During the course of your financial 
review of execution of the Administration Directorate^s program, you are 
urged to identify to this office surplus funds resulting from items or 
activities which were budgeted in the current year but for which funds 
are no longer required. Such surplus funds could.be diverted to meet the 
OC SKYLINK requirement. In the event that sufficient surplus funds are. 
not so identif ied from within the currently approved DDA FY 1978 operatmg 
program, this office will make the necessary funds available to meet the 
SKYLINK requirement. 
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MEMORANDUM FOR: Acting Deputy Director for Administration 

FR0M : HHHHMHHM 

Director of Communications 

SUBJECT : Release of Funds for SKYLINK (U) 


1. (C) It has been necessary to utilize ^^^|from 25X1A 

FAN 4300 for unfunded, but necessary, changes to the 
twenty SC-3 SKYLINK terminals now under procurement. 

These changes were necessitated by increased _ requirements , 
reliability concerns, and operational flexibility needs 
which háve surfaced since the procurement was initiated. 

The terminals will be provided with increased equipment 

redundancy for greater reliability, increased capability 

to meet future demands sucl^a^l^^h data rate simplex 

operation, and limited^^J^^^^^^Jprotection. It is 25X1C 

necessary to implement ^^íe^^^ianges at this time to 

prevent delays in the terminál procurement. 

It is requested that^^Mpl be released from 25X1A 

the HUfrozen in FAN 4300 by the Comptroller to 

« sate for this unfunded SKYLINK requirement. This 
is required in order for the necessary funded 
K efforts to be completed without adverse effects. 
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MEMORANDUM FOR: Acting Deputy Director for Admi nistration 

FROM : HBH 

D^re^o^o^Cornmu n i c a t i o n s 

SUBJECT : Release of Funds for SKYLINK (U) 


1. (C) It has been necessary to utilize 

FAN 4300 for unfunded, but necessary, changes to the 
twenty SC-3 SKYLINK terminals now under procurement. 

These changes were necessitated by increased requirements , 
reliability concerns, and operational flexibility needs 
which háve surfaced since the procurement was initiated.. 
The terminals will be provided with increased equipment 
redundancy for greater reliability, increased capab.ility 
to meet future demands such as high data rate simplex 
operation, and limited pro tection. It is 

necessary to implement these changes at this time to 
prevent delays in the terminál procurement. 

M ít is requested that ^^^^|be released from 
frozen in FAN 4300 by the Comptroller to 
or this unfunded SKYLINK requirement. This 
is required in order for the necessary funded 
SKYLINK efforts to be completed without. adverse effects. 
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